Re: Sepulveda Blvd sprinklers, between 80th and... 


Subject: Re: Sepulveda Blvd sprinklers, between 80th and 83rd ST in 
Westchester 

From: Hector Banuelos <hector.banuelos@lacity.org> 

Date: 06/02/2011 11:50 AM 

To: Nate Kaplan <nate.kaplan@lacity.org> 

CC: Musella <rbmusella@earthlink.net>, Jruhlen916 <jruhlen916@aol.com>, 
duckworth.donald@gmail.com, nancy.aguilar@lacity.org 

Done. 


On Thu, Jun 2, 2011 at 11:30 AM, Nate Kaplan < nate.kaplan(5)lacitvon > wrote: 
Hi Hector, 

If you could send a crew out there, it would be much appreciated by all 
-Nate 


On Wed, Jun 1, 2011 at 7:48 PM, Musella < rbmusella@earthlink.net > wrote: 

Also let me add that the median just north of Manchester looks like it hasn’t been watered in ages. The 
flowers are dying and the grass is brown. Does the group that looks after the area south of Manchester 
look after this area too? Seems that the businesses north of Manchester are in the BID. Then there are 
the medians way north and they don’t look so hot either. Surely someone can fix the timer system! 


Barbara 


From: Jruhlen916 [mailto: iruhlen916@aol.com ] 

Sent: Wednesday, June 01, 2011 7:39 PM 

To: nate.kaplan@lacity.org ; hector.banuelos@lacity.org 

Cc: duckworth.donald@gmail.com ; nancy.aguilar@lacity.org ; rbmusella@earthlink.net 


Subject: Re: Sepulveda Blvd sprinklers, between 80th and 83rd ST in Westchester 


Nate, 


We still have a problem with the sprinklers in the median north of 83rd on Sepulvuda Blvd. 
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Re: Sepulveda Blvd sprinklers, between 80th and... 


I passed by there around noon today and the sprinklers were on and it looked like they have been on for 
some time. The street was all wet. 


I went by there again at 7:15 PM and the sprinklers were still on. 


Not looking good for the City to have this continue to happen. 


It fortifies our case in having the Westchester Town Center BID handle the maintenance for the medians. 


Please have those responsible fix the system. 


Thanks 


John Ruhlen 


-Original Message— 

From: Nate Kaplan < nate.kaplan@lacitv.orc > 

To: Hector Banuelos < hector.banuelos@lacitv.or > 

Cc: jruhlen916 < iruhlen916@aol.com >; Donald Duckworth < duckworth.donald@qmail.com >; Nancy 
Aguilar < nancv.aquilar@lacitv.orq > 

Sent: Thu, May 26, 2011 11:57 am 

Subject: Re: Sepulveda Blvd sprinklers, between 80th and 83rd ST in Westchester 
Hi Hector, 

We are getting reports that these same sprinklers are still blasting all day long as I type. Can you please 
look into this? 

Thanks again, 

Nate 


.- Forwarded message.- 

From: Hector Banuelos < hector.banuelos@lacity.org > 

Date: Wed, May 25, 2011 at 12:13 PM 

Subject: Re: Sepulveda Blvd sprinklers, between 80th and 83rd ST in Westchester 
To: Nancy Aguilar < nancv.aquilar@lacitv.on > 

Cc: Donald Duckworth < duckworth.donald@qmail.com > 


Location was already handled by field staff. 
Tanks 
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Re: Sepulveda Blvd sprinklers, between 80th and... 


On Wed, May 25, 2011 at 10:22 AM, Nancy Aguilar < nancy.aquilar@ lacity.org > wrote: 

Hello Hector: 

Don Duckworth (copied in this email) is concerned that the sprinklers in the median were on all day on 
Monday. Can you look into this? Let me know. 

Don: Please feel free to email me with any casework concerns you may have in the future. Such as 
pothole requests, street lights that are out, etc. Thanks. 


Nancy Aguilar 

Office of Councilmember Bill Rosendahl 
City of Los Angeles - Council District 11 
Office (310) 568-8772 - Fax (310) 410-3946 


Hector M. Banuelos 

Acting Street Tree Superintendent 

Urban Forestry Division 

Ph (213) 847-3077 
Fax (213) 847-3033 

hector.banuelos(g)lacitv.orq 


Need a request? 

Call Service Request (800) 996-2489 or contact bss.boss(a)lacitv.orq 


Nancy Aguilar 

Office of Councilmember Bill Rosendahl 
City of Los Angeles - Council District 11 
Office (310) 568-8772 - Fax (310) 410-3946 


Nate Kaplan 
Field Deputy 

Office of Councilmember Bill Rosendahl 
City of Los Angeles, 11th District 
7166 W. Manchester Ave 
Los Angeles, CA 90045 
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Re: Sepulveda Blvd sprinklers, between 80th and... 


Phone: 310-568-8772 
Fax: 310-410-3946 


Nate Kaplan 
Field Deputy 

Office of Councilmember Bill Rosendahl 
City of Los Angeles, 11th District 
7166 W. Manchester Ave 
Los Angeles, CA 90045 
Phone: 310-568-8772 
Fax: 310-410-3946 


Hector M. Banuelos 

Acting Street Tree Superintendent 

Urban Forestry Division 

Ph (213) 847-3077 
Fax (213) 847-3033 

hector. banuelos(a)lacitv. ora 


Need a request? 

Call Service Request (800) 996-2489 or contact bss.boss@lacitv.ora 
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